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CONFIDENTIAL ACCRA 5397 

LONDON FOR SEITZ 

E.O. 11652: GDS 
TAGS: PINS, PINT, GH 

SUB J : WATER, ELECTRICITY AND GASOLINE AVAILABLE AGAIN 
REF: ACCRA 5348 

1 . RE WATER AND ELECTRICAL OUTAGES REPORTED REFTEL, 

BOTH SERVICES WERE LARGELY RESTORED TO MOST AREAS 
OF CITY BY MORNING JULY 15. THERE IS INCREASING 
EVIDENCE OUTAGES RESULTED FROM ACTIONS OF STRIKING 
ENGINEERS. IN LIGHT OF CONFRONTATIONAL NATURE OF 
JULY 14MEETING BETWEEN ACHEAMPONG AND STRIKING 
PROFESSIONALS, ACCRA RESIDENTS ARE BRACING THEMSELVES 
FOR MORE SUCH INTERRUPTIONS. 

2. PETROLEUM WORKERS ARE BACK ON THE JOB AND REFINING 
OF CRUDE BEGAN JULY 14. GASOLINE SUPPLIES AND 
VEHICEL TRAFFIC IN ACCRA ARE RETURING TO NORMAL LEVELS. 
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